PRICES 0 

OF THYRATRON & IGNITRON TYPES 

_ Schedule U * 


Type 

Price 

2021. 


3C23. 


3D22. 


1 OR.. . .. 


172. 


502-A. 




629*. 


672-A. 

. 35.00 

676..... 


677. 

. 55.00 

884. 


885*. 


2050. 


. .. . . 


5551. 



. I2| 00 

5553. 


5554. 


. 


5557. 


5559. 






5563. 


5696. 



D This price list applies only in the united states of America and is sub¬ 
ject to change without notice. All prices are exclusive of all Federal, 
State and local excise, sales, and similar taxes. 

* Schedule u shows user prices for tube types priced for distribution 
through other than dealer and service channels. 

♦not recommended for new equipment design. 


INFORMATION ON PURCHASING ABOVE TYPES 

information as to where RCA Thyratrons A Ignitrons- can be purchased may 
be obtained from our regional office nearest you or from Tube Department, 
Radio Corporation of America, Harrison, M.J. 


JUNE 1, 1953 


TUBE DEPARTMENT 

RADIO CORPORATION OF AMERICA, HARRISON, NEW JERSEY 
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